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MEMORANDUM FOR: Director of Training 


SUBJECT : Mideareer Executive Development Course 
No. 20 
REFERENCE : Memo dtd 3 Mar 69 frm DTR to STO, same subj 


1. Support Directorate nominees for the Midcareer Executive 
Development Course No. 20 are: 


Principals 
GS-14 SF aie 
GS-14 SF 
GS-14 SL 
GS-12 SL 
GS-13 SM 
GS-13 SP 
GS-13 8S 
GS-13 sc 
Alternate 


25X1 


2. Biographic Profiles, Fitness Reports and Five-Year Plans 
for the above individuals are forwarded under separate cover. 


R. L. Bannerman 
Deputy Director 
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